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Message Text 



UNCLASSIFIED 

PAGE 01 OSAKA 00053 I60804Z 
17 

ACTION SCSE-00 

INFO OCT-OI ISO-00 SSO-00 H-02 PASS-00 /003 W 

048850 

P I60750Z JAN 75 

FM AMCONSUL OSAKA KOBE 

TO SECSTATE WASHDC PRIORITY 1735 

UNCLAS OSAKA KOBE 53 

E.O. 11652: N/A 

TAGS: CDES (WILLIAM L. WHARTON) 

SUBJECT: DEATH OF A U.S. CITIZEN 

FOR MRS. JEANNE FOSS 
1206 W. CHANDLER 
WILMINGTON, CALIE. 90744 

1 . 1 DEEPLY REGRET TO INFORM YOU THAT THE LOCAL AGENT OF 
THE SEA-LAND SERVICE, INC. REPORTED TO AMCONSUL OSAKA KOBE 
JAPAN THAT YOUR BROTHER, WILLIAM L. WHARTON, BORN JUNE 7, 

1928, DIED JANUARY 15, 1975 AT 1935 HOURS AT KOBE KAISEI 
HOSPITAL FROM MYOCARDIAL INFARCTION. 

2. WE UNDERSTAND YOU MAY HAVE BEEN PREVIOUSLY INFORMED OF 
MR. WHARTON'S DEATH BY A REPRESENTATIVE OF SEA-LAND SERVICE. 
WE ALSO UNDERSTAND THAT THE KOBE AGENT FOR THE COMPANY WILL 
ARRANGE THE SHIPMENT OF REMAINS IN ACCORDANCE WITH YOUR 
INSTRUCTION TO THEM. 

PLEASE ACCEPT OUR SYMPATHY. 

AMCONSUL OSAKA-KOBE, JAPAN 
BRUNS 

NOTE BY OC/T: PASSED ABOVE ADDRESSEE. 

UNCLASSIFIED 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 16 JAN 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 19750SAKA00053 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750016-1054 
From: OSAKA KOBE 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 97501 46/aaaaboog. tel 

Line Count: 48 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION SCSE 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: ShawDG 
Review Comment: n/a 
Review Content Flags: 

Review Date: 17 FEB 2004 
Review Event: 

Review Exemptions: n/a 

Review History: WITHDRAWN <30 APR 2003 by SllvaLO, PRIVACY>; RELEASED <17 FEB 2004 by ShawDG>; APPROVED <17 FEB 2004 by 
ShawDG> 

Review Markings: 

Margaret P. Grafeld 
Declassifled/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: DEATH OF A U.S. CITIZEN FOR MRS. JEANNE FOSS 
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